BILL NO. G-68-08- | 4 
f 
GENERAL ORDINANCE NO. G- 2K -LF 
AN ORDINANCE amending the Building Code 


with respect to Heating, Ventilating and 
Air Conditioning Systems. 


| BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA : 


SECTION 1. Section 105.4.3.6 of Division 100 of Chapter 


| 37 of the Municipal Code of the City of Fort Wayne, Indiana, 1946, | 
as amended and recodified by General Ordinance No. G-—66-—66, 


passed by the Common Council on June 14, 1966, and approved by the | 
Mayor on June 15, 1966, hereinafter referred to as the Building 


| Code, is hereby amended to read as follows: 


"Sheet Metal Work ~= Licensing under this branch grants 
the right to participate in "Sheet Metal Work" by the 
fabrication, erection, installation, repairing or re- 
placing "Sheet Metal". Sheet Metal shall be construed 
to mean any U. S. Number 10 standard guage or lighter 
ferrous or non-ferrous metal, or materials used in 
lieu thereof in any and all systems handling air. 
Also, in any warm air heating systems, piping, duct- 
work, stacks, boxes, boots, fittings, ventilators, 
ventilating systems, blow pipe and exhaust systems." 


SECTION 2. Section 105.4.5.3 of Division 100 of the Build= 
ing Code is hereby amended to read as follows: 


"Examinations shall be independently graded by the 
Mechanical Inspector and by at least two other 
members of the Mechanical Equipment Board. Should 
an applicant fail to pass an examination, not hav- 
ing obtained a grade of 70% or higher, he shall 
not be eligible for another test until the expira- 
tion of ninety (90) days; should he fail in the 
second test, he will not be eligible for a third 
test until the expiration of six months." 


SECTION 3. Section 727.1 of Division 700 of the Building 
Code is hereby amended to read as follows: 


-APPROVED/AS T. 


AND LEG 


"Sheet Metal fabrication and installation of any metal 
comparable to U.S. #10 gauge, or lighter, shall be as 
specified under one of the following manuals, or 

their supplements, or any future manuals as published 
by Sheet Metal Contractors National Association, Inc., 
pursuant to Section 117. These to be known as Standard 
Practice in Sheet Metal Work: 


Manual #1 — Gutters, Conductors, Conductor 
Heads. 

Manual #2 =- Flashings. 

Manual #3 = Skylights-Ventilators. 

Duct Manual and Sheet Metal Construction 
for Ventilating & Air-Condi- 
tioning Systems. 

Low-Velocity Systems 

High-Velocity Systems 

First Edition 1965." 


SECTION 4. This ordinance shall become effective upon its 


passage, approval by the Mayor, and publication as required by 
law. 


a £ 


Bill No. G-68-08-19 
REPORT OF THE COMMITTEE ON REGULATIONS 
We, your Committee on Regulations to whom was referred an Ordinance 


amending the Building Code with respect to Heatin Ventilatin nd Ai 


Conditioning Systems, 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance Le 2 PASS. 


PHIL A, STEIGERWALD, Chairman 


CELIA ANN FAY, Vice-Chairman 
THOMAS G, ADAMS 
JOHN H. ROBINSON 


EDWIN J. ROUSSEAU 


CONCURRED IN 
7 FUAD G, BONAHOOM, CITY CLERK 


Read the first time in full and on motion by Fx ty seconded by 

lái p dpi and duly adopted, read the P time by title and referre 
to the (Committee on) Kv Bark t- Li fed ( and—to—the-Gi-ty..PLai 
Comission=for recommendation) tand Pablic Hearing to be held after due- legal- notice, 


wat the Council.Chambersy City Hall; Fort Wayne, Indiana; on 


wthe day of 196 Bae o'clock 
BepMengosS TT. 5 
PEE j a g 
Date: ae oe va ee rA a ZELL IA 
City Clerk 

Read the third time in full and on motion by Ra 
seconded by A elerna and duly adopted, placed on its passage. 
Passed (68€) by the following vote: 

AMES 8 is NAYS O., ABSTALNED , ABSENT _/ to-wit: 
Adams | ae 
Dunifon Ua 
Fay 
Geake a 
Nuckols 
Robinson a 
Rousseau a 
Steigerwald 4+ 
Tipton Aa 


Coe 


City Cl erk 


Date G == A eal LE 
Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Zoning»Map)( General) (Annexation).(Special)(Appropriation) Ordinance (Resolution)=<No, If bf 


on the LIE day of ,» 196 5 j 


‘ATTEST: (SEAL) 7 ree 


City Clerk Presiding Officer 


‘Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the pel ere day 


SS OO o'clock A.M.,E.S.T. 
Z i 


City Clerk 
Approved and signed by me this 3Ad¢ day of A elare , 1968 
at the hour of Da @& o'clock £F .M.,E.S.T. 


Mayor l 


